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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 000728 
ORIGIN SY-05 

INFO OCT-01 AF-08 EUR- 12 ISO-OO /026 R 

DRAFTED BY A/SY/NSU:RMNOWAKOWSKI:TD 
APPROVED BY A/SY/FO:PJHARRICK 
A/SY/NSU:GJROUSSOS 

041629Z 068439 /53 

R 041552Z JAN 77 
FM SECSTATE WASHDC 
TO AMEMBASSY BUCHAREST 
INFO AMEMBASSY ATHENS 
AMEMBASSY NAIROBI 

UNCLAS STATE 000728 

E.O. 11652: N/A 

TAGS: ASECNSU 

SUBJECT: ELECTRICAL WIRING DIAGRAMS 

BUCHAREST FOR RSO, CPOIC SEABEE TEAM, ATHENS FOR OIC TSO, 

CPOIC SEABEE TEAM, NAIROBI FOR OIC RTC, CPOIC SEABEE TEAM 

REF: (A) BUCHAREST 7566 (NOTAL) (B) STATE 313290 (NOTAL) 

1 . ADDITIONAL INFORMATION RECEIVED FROM FORMER RESIDENT 
SEABEE BUCHAREST, UTC WILLIAM D. SUTHERLAND, STATES THAT 
TSO JOHN WOLF, TSO ATHENS, WAS IN CUSTODY OF ELECTRICAL 
WIRING DIAGRAMS FOR CHANCERY WHICH AUSTRIAN CONTRACTOR 
LANG PREPARED. THAT TSO WOLF DEPARTED BUCHAREST FOR ATHENS 
WITH SUBJECT DIAGRAMS. 

2. SUGGEST BUCHAREST CONTACT PARTIES CONCERNED IF DIAGRAMS 
CANNOT BE LOCATED LOCALLY. 
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Disposition Remarks: 
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Document Unique ID: 00 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770003-0324 
Format: TEL 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 81 /aaaactcc.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Retention: 0 
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Subject: ELECTRICAL WIRING DIAGRAMS BUCHAREST FOR RSO, CPOIC SEABEE TEAM, ATHENS FOR OIC TSO, CPOIC SEABEE TEAM, 
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